Clear Aligners Market to be 
worth $18.8 Billion by 2030 


According to the latest report from Meticulous Research®, the global clear aligners 
market is projected to reach $18.8 billion by 2030, growing at an impressive CAGR of 19.8% 
from 2023 to 2030. 


This market growth is primarily driven by several factors, including the rising prevalence of 
malocclusion, the surge in new product launches and regulatory approvals, and rapid 
technological advancements in the field of dentistry. Furthermore, the growing demand for 
aesthetic dental treatments, coupled with increasing government initiatives aimed at 
improving oral health, is significantly boosting the adoption of clear aligners globally. 


However, the high cost of clear aligners continues to present a challenge to market 
expansion. Despite this, the rising trend of customized aligners offers lucrative growth 
opportunities for market players. On the flip side, the lack of awareness regarding dental 
health and limited access to quality dental care in emerging markets are key challenges 
that need to be addressed. 


Download Sample Copy: https://www.meticulousresearch.com/download-sample- 
report/cp_id=5331 


Key Players Shaping the Market 


Several key players are actively shaping the global clear aligners market, including: Align 
Technology, Inc. (U.S.), Institut Straumann AG (Switzerland), Dentsply Sirona Inc. (U.S.), 3M 
Company (U.S.), Envista Holdings Corporation (U.S.), Argen Corporation (U.S.), TP 
Orthodontics, Inc. (U.S.), Dentrum GMbH & Co.KG (Germany), Dynaflex (U.S.), Angelalign 
Technology Inc. (China), SmileDirectClub, Inc.(U.S.), G &H Orthodontics (U.S.), Avinent (Spain), 
DentCare Aligners(India), K Line Europe(Germany), and Clearbite Aligners (Australia). 

These companies are pioneering innovations and investing in advanced technologies to 
meet the increasing demand for clear aligners. 


Market Breakdown by Key Segments 

Material Type: 

In 2023, the polyurethane segment is expected to dominate the clear aligners market. 
Polyurethane is a versatile material, offering wearers comfort and reducing irritation caused 
by traditional metal braces, making it a preferred choice in the market. 

Aligners Type: 

The in-office aligners segment is set to capture the largest share of the market in 2023. This 


dominance is largely due to the expert dental supervision these aligners offer, which reduces 
the risk of injuries and ensures a more effective treatment experience. Technological 
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advancements like CAD/CAM services used in in-office treatments further enhance 
treatment efficacy and workflow. 


Age Group: 


The adults segment is projected to hold the largest market share in 2023. The prevalence of 
malocclusion is particularly high among adults, with 60% to 75% of the global population 
affected annually, according to Align Technology, Inc. This, along with the rising demand for 
aesthetic dentistry and greater focus on oral health, contributes to the segment’s substantial 
share. 


Get Customized Report: https://www.meticulousresearch.com/request- 
customization/cp_id=5331 
Distribution Channel: 


The offline channel is expected to account for the largest market share in 2023. Offline 
channels are preferred by both consumers and manufacturers due to their product 
reliability and the ability to offer direct interaction with professionals. These channels also 
provide attractive offers to orthodontists, helping manufacturers boost per-patient profits. 


End User: 


Dental hospitals and clinics are anticipated to lead the market share among end users in 
2023. Their well-established infrastructure, skilled orthodontists, and access to advanced 
equipment make them a top choice for patients seeking treatment for malocclusion. 
Geographic Outlook: North America Leads the Market 


Geographically, North America is set to dominate the clear aligners market in 2023, driven 
by increased awareness of dental hygiene, rising demand for cosmetic dental treatments, 
and a well-established orthodontic infrastructure. The presence of key market players in the 
U.S. and Canada further strengthens the region’s market position. The widespread use of 
clear aligners among dentists and orthodontists across North America is also a significant 
contributor to its large market share. 


Future Outlook for the Global Clear Aligners Market 


This comprehensive market study provides historical data for 2021 and 2022, along with 
current estimates for 2023, and forecasts market growth through 2030. The study covers key 
market segments based on material type (polyurethane, PETG, and others), aligner type (at- 
home and in-office), age group (children/teenagers and adults), distribution channel 
(offline and online), and end user (dental hospitals/clinics, dental laboratories, and direct- 
to-consumer). It also offers a detailed analysis of market competitors and their global and 
regional market shares. 
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Geographic Review 


This market research covers major regions including: 
e North America (U.S. and Canada) 
e Europe (Germany, U.K., France, Italy, Spain, and Rest of Europe) 
e Asia-Pacific (Japan, China, India, South Korea, and Rest of Asia-Pacific) 
e Latin America (Brazil and Rest of Latin America) 
e Middle East & Africa 


Buy Now: https://www.meticulousresearch.com/Checkout/18288862 


With its growing adoption and demand, the global clear aligners market offers vast 
opportunities for innovation and growth, especially as dental care becomes increasingly 
integrated with advanced technologies and aesthetic considerations. 


Contact Us: 

Meticulous Research® 

Email- sales@meticulousresearch.com 

Contact Sales- +1-646-781-8004 

Connect with us on LinkedIn- https://www.linkedin.com/company/meticulous-research 
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